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2021 WATER MAIN CONSTRUCTION 
PHASE 2 
PROJECT UPDATES 


Update #1: October 6, 2021 


Phase 2 of the Town’s 2021 Water Main Construction project has been awarded to GTA Co., 
Inc. GTA is currently in Town completing Phase 1 of the 2021 project and is expected to 
complete this work by the end of October. GTA will mobilize to the Phase 2 work neighborhood 
following completion of the Phase 2 work and will remain in Town until winter weather 
necessitates work be shut down for the season. Any remaining work will be completed in the 
spring of 2022. 


